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Schichtwiderstände 0,05 — 200 Watt 

HenpoBoaioqHHC COttpOTHBJiejiiifl 0,05—200 butt 
Deposited resistors 0,05 — 200 Watts 

Resistances ä couche 0,05 — 200 Watts 

Höchstohm widerstände 5 Megohm —10 000 Megohm 

Co np o t ii bji e h na ii ;i n bm cm eru ab i*h ii h 5— 1 0 000 m ro m 

Maximum ohmic resistors SMegohms — 10000Megohms 
Resistances ohmiques max. 5 Megohms — 10 000Megohms 


Technische Einzelheiten siehe im deutschen Katalog Seite 5 

TexmraetrKne ;iauiiLio au, new, Kammer crp. 5 

For technical details see German catalogue P^ige 5 

Details techniques yoyez ie catalogue allemand page 5 


Drahtwiderstände 0,5 — 50 Watt 

HpoBOJioBHLie conpoTiiBJECHHfl 0,5—50 bbtt 
Wire-wound resistors 0,5 — 50Watts 

Resistances en fit bobine 0,5 —50 Watts 

Sonderwiderstände (Post) 

Cnen,HajiLHMe cnnpoTHBJieHiiJi n obth ) 

Special resistors (post) 

Resistances pour Service special (postales) 

Technische Einzelheiten siehe im deutschen Katalog 
TexmriocKHe ^annuio < j m. uaianor 
For technical details see German catalogue 
Details techniques voyez le catalogue allemand 


Seite 35 
iTp. 35 
page 35 
page 35 


Glasierte und zementierte Drahtwiderstände 2 — 500 Watt 

TjiaaRpOBRHHMe TI HjeMeilTIipOBilHHille IIJMIBOJEORHEJB CUnpOTHBJtrHHfl 

2—50(1 B»TT 

Enameled and cemented wire-wound resistors 2 — 500 Watts 
Resistances en fil bobine vernies et cimentees 2 —500 Watts 


Technische Einzelheiten siehe im deutschen Katalog Seite 57 

TexHinrncKHo ;QUiHHbTn cm, hcm, Tuvrajicr rrp. 57 

For technical details see German catalogue page 57 

Details techniques voyez le catalogue allemand page 57 
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Infra rot-Dunkefstrahler 

Pjunarop itHtppaKpacHMx TeMHUx Jiyqeft 

Infrared-Invisrble radiators 

Radiateurs infrarouges aux rayons sombres 


Technische Einzelheiten siehe im deutschen Katalog Seite 93 

TexmrieeKtie r£lhhmo cm. new, itataaor ( , T p 93 

For technical details see German catalogue pcige 93 

Details techniques voyez le catalogue allemand p age 93 


Drahtdreh widerstände 
Hpnmhiouime noTem^HOueTpu 
Wire-wound variable resistors 
Resistances variables en fit bobine 


Technische Einzelheiten siehe im deutschen Katalog Seite 125 

Texiitt'iecJCHe Tianntie or. ne>r. revraacr VI ^ m -j 25 

For technicöl details see German catalogue poge 125 

Details techniques voyez le catalogue allemand page 125 


Hochlastdrahtdreh widerstände 

IXöT©HHHöMeT])ii ja« finjiLiiiotr narpy;mn 

High load variable resistors 

Resistances variables en fil bobine pour charges elevees 

Technische Einzelheiten siehe im deutschen Katblog 
ToxmnecKiie ^aHHue 11 cm. rearajiör 

For technical details see German catalogue 
Details techniques voyez le catalogue allemand 


Seite 135 
r;rp. 135 
page 135 
page 135 


Lautstärkeregler 
Pery.iHTnp rpOMKocrn 
Volume Controllers 
Regulateurs de volume 


Technische Einzelheiten siehe im deutschen Katalog Seite 141 

TcxHK'iccKiro HaHHMe cm. hpm. naianor rr p 

For technical details see German catalogue page 141 

Details techniques voyez le catalogue allemand page 141 
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Entstörelemente 

cKlU MUHTE! AllJl y l'L|KLH l l Jl iMI MeUtdlOm.IlX BÜHH Hilft 

Elements for noise suppression 

Elements pour la suppression des pertubations 

Technische Einzelheiten siehe Im deutschen Katalog 
TexHu'iecKiie j^iihlio cm. hol KaTaJior 

For technical details see German catalogue 
Details techniques voyez le catalogue allemand 


Seite 147 
crp. 147 
page 147 
page 147 


HF und NF Bauelemente aus Carbonyleisenpulver 

1PI- ii Ii 1 I-cT|innTejiijHEje a.ieinCHTLi H3 KapöftHiLiLHor« ntajieaa 1 

HF and LF constructiona! elements in carbonyI iron powder 
H F et BF elements de construction en poudre de fer carbonyle 


Technische Einzelheiten siehe im deutschen Katalog 
ToxiimiecKiio j^üimwo cm. hcm, xtarajiox 

For technical details see German catalogue 
Details techniques voyez le catalogue allemand 


Seite 149 
crp. 149 
page 149 
page 149 


Entwicklungs-Programm und Versuchsfertigung 195 

II i Mir pa m Ma pa a ] iaßo tük h ii ca u t ut t\i h hhx h p oii3 m) jjct n 195 

Programme of technical development and production 195 

for testing purposes 

Programme du developpement technique et de la produc- 195 

tion tentative 


Silizium- und Germanium-Kristall Dioden 

113 KJM^MHHCTOl’O II rejIMilHHCTOrO K]>IICTilJIJIil 

Silicon- and germanium-erystal diodes 
Diodes a crlstal-silicium et germanium 

Technische Einzelheiten siehe im deutschen Katblog 
TexHHHecBHC! ^aiiHLio cm. ii e>]. lcnaaor 
For technical details see German catalogue 
Details techniques voyez le catalogue allemand 

Transistoren 

TpaHeHCTopu 

Transistors 

Transistors 


Seite 197 
crp. 197 

page 197 
page 197 





























































































































































































































































Hochohm-Kleinstwiderstände Kolloid 

MUHHftTypHIJe COli pOTHIi.ieHIIJl RLKlCOrO SHilHeHllJl 

Type Miniature high ohmic colloidal resistors 

Type Miniature resistances colloide de valeur ohmique eleve 


Hochohm-Schichtwiderstände 0,25 — 2 Watt 

HenpoEojEORHbie c(inpoTHB*ieHJia Bucmero iHaneHHÄ 0,25—2 rutt 
High-ohmic deposited resistors 0,25 —2 Watt 

Resistances ä couche de valeur ohmique elevee 0,25 —2 Watt 

Technische Einzelheiten siehe im deutschen Katalog Seite 

Texinnreeiaie aaHHwe cm* höl Tavnuor CT p 

For technical detaiis see German catalogue P°ge 

Details techniques voyez le catalogue allemand page 

Resistances colloides de valenz ohmipue elevee. Type miniature 


227 

227 

227 

227 


Hochstohmwlderstände 10" 1 —IQ 1 - Ohm 

ConpoTHB je i • h n ji iiauBMcmero üJhümphhh io lü —10 ia osr 
Maximum ohmic resistors 
Resistances ohmiques maximum 

Technische Einzelheiten siehe im deutschen Katalog 
TrxHnqecKiio juiuhmc cm. höm* rcaT&nor 
For technical detaiis see German catalogue 
Details techniques voyez le catalogue allemand 


Seite 237 
crp. 237 
page 237 
page 237 


Präzisions-Schicht widerstände Toleranz ±0,5% 

üpeiuumoiiHHe iimipoBojiouiiue c o npoTHBJtr h i i ji ^onycK ± 0,5% 
Precfsion deposited resistors tolerance ±0,5% 

Resistances de preersion a couche tolerance ± 0,5% 


Technische Einzelheiten siehe im deutschen Katalog Seite 245 

TcxminecKiie ^annwe m. hcm. Kimuror erp, 245 

For technical detaiis see German catalogue page 245 

Details techniques voyez le catalogue allemand page 245 


Hochlast-Schichtwiderstände bis 100 kW 

llenpoßoio^HLie coiipoTiiiwreiiiiJi r ufi tiojr&moft HinpyaKH ju IOOtmtt 

High load deposited resistors up to 100 kw 
Resistances ä couche pour charges elevees jusqu ä 100 kw 

Technische Einzelheiten siehe im deutschen Katalog 
TexmriecKae aluuilu! cm. hol immanr 
For technical detaiis see German catalogue 
Details techniques voyez le catalogue allemand 


Seite 241 
erp. 241 

page 241 
page 241 
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Flächen-Absorber-Widerstände 

Hjl 0 CEO C TH Me il C) CO \ i Ö H,TI 011H U C C OH p O TH BJI i'HHH 

Surface-absorber-resistors 


Resistance* d’absorptiort de la superfice 

Technische Einzelheiten siehe im deutschen Katalog 

TexHiraecKiie 'jtaHHiae cm. hcm. Ka.mior 

For technical details see German catalogue 

Details techniques voyez le catologue ollemand 

UKW-Schichtwiderstände 

.VK ß-Henpo bo«HO 1 ! ii e.i e conpOTii b.ilchiih 

Ultra-short wave deposited resistors 

Resistances a couche pour ondes ultra-courtes 

Technische Einzelheiten siehe im deutschen Katalog 

TexHiwecKHe ^ahhlio m. hom. Karajior 

For technical details see German catalogue 

Details techniques voyez le catalogue allemand 

Seite 243 
exp« 243 
page 243 
page 243 

Seite 251 
erp, 251 

page 251 
page 251 

Meß-Potentiometer 4 und 8 W 

H 3 >10] 1II T C ,11>H M 0 nOTCHUUOMCTpU 4 II -5 Bit TT ROnyCK ± 1 % 

Measuring-potentiometers ± 1 % tolerance 

Potentiometres de grande precision 

Technische Einzelheiten siehe im deutschen Katalog 

TexHKrecKHe cm. hgm* Kataaor 

For tec h n i ca 1 deta i Is see G erm a n cata 1 og u e 

Details techniques voyez le catalogue allemand 

Seite 253 
exp. 253 
page 253 
page 253 

Heißleiter-Widerstände 

To pMHCTOpM 

Thermistors 

Thermisteurs 


Technische Einzelheiten siehe im deutschen Katalog 

TexHHHCCKHe 3,aHHHe cm, ireM. KATaaor 

For technical details see German catalogue 

Details techniques voyez le catalogue allemand 

Seite 257 
crp. 257 
page 257 
page 257 
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